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BEAUFORT'S SCALE OF W:ND.

VELOCITY.

FORCE.

0.  Calm.

1.  Light air.

2.  Light breeze.

3.  Gentle breeze.

4. Moderate breezes     smooth wa
	
5. Fresh breeze. 6. Strong breeze.
 7. Moderate gale. 8. Fresh gale.
	Or that to which she could just carry in chase, full and

9. Stiong gale.
	by.

10. "Whole gale.        Or   that   wit
	
V5 to 6 knots

11.  Storm.

12.  Hurricane.

Or just sufficient to give steerage

way          ............

Or that in. which a /-I to 2 knots
well - conditioned
man-of-war, with
all sail set, and clean
fall, would go in
iter,from

Koyals, etc.......

Single-reefed    topsails
and top-gallant sails
Double-reefed topsails,

jib, etc.......

Triple-reefed   topsails,

etc..........

Close - reefed   topsails
and courses

which   she   could
scarcely bear close-reefed main-
topsail and reefed foresail
Or that which would reduce her to

storm-stay sails   ...
Or that which no canvas could with-
stand        ...        ...        ...        ...

hour, second.

3      1-34

8      3-6

13      5-82

3 to 4 knots   18      8*1

23    10-3

28    12-5

34    15-2

40    17-9

48    21-5

56    25*0

65    29-0

75    33'5

90    40-0

When all this is done, we can see at a glance whether
or how wind, rain, cloud, and blue sky are connected with,
the shape of the isobars.   In fact, a synoptic chart givQS>tiS|,
as it were, a bird's-eye view of the weather at the
moment for which the chart is constructed, over the
district from which reports have been received.   Sn
now, that after;an,interval of twenty-four:.

